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MEMORANDUM FOR THE DEPUTY T Q THE PCI FOR RESOURCF MANA 
ATTENTION: 


iEMENT 


SUBJECT: Report to the Senate Select Committee on Intelligence (SSCI) 
on Coordination of the SAFE Project 


Enclosed is a brief report which responds to a request on the SAFE 
upgrade by the Senate Select Committee on Intelligence. 


Enclosure a/s I 

^ Director ,1 GDIP Staff 
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